2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


City  of  Hamilton  -  DundaS  WWTP    135  King  St  Dundas  Sector:  Municipal  Sewage 


Hamilton 

Ministry  Office: 

Hamilton 

Date                    Limit   Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

SUSPENDED  SOLIDS 

CofA/Permit  Non-Compliance 

June  23, 2009            91        kg/d      /d              1  exceedance  94 

94 

Other 

Assessment  Complete  -  No 
Action  Required 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


City  of  Hamilton  -  Woodward         700  Woodward  Ave 

WWTP  Hamilton 

Sector: 

Ministry  Office: 

Municipal  Sewage 
Hamilton 

Date                    Limit   Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

PHOSPHORUS 

CofA/Permit  Non-Compliance 

September  1, 2009  -     0.8       mg/L     /mon           1  exceedance  0.834 
September  30,  2009 

0.834 

Additional  Monitoring 
Underway 

Assessment  Complete  -  No 
Action  Required 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


Maple  Leaf  Acres  Tenants             6478  Fifth  Line 

Association                                                '^^"^'"^  Wellington 

Sector:              Miscellaneous  Communal 
Ministry  Office:  Guelph 

Date                    Limit   Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action                    Ministry  Action 

PHOSPHORUS 

CofA/Permit  Non-Compliance 

January  1, 2009  -        2          mg/L      annual  avg   1  exceedance  2.5 
December  31,  2009 

2.5 

Ceased  Operations                 Assessment  Complete  -  No 

Action  Required 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


Mini  Lakes  Residents  Association  -    34  -  7541  Wellington  county  Rd  sector:  Miscellaneous  Conmiunal 

PiKjlinrh  Puslinch  Ministry  Office:  Guelph 


Date                    Limit   Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

NITRATE 

CofA/Permit  Non-Compliance 

January  1, 2009  -        5          mg/L     rolling  avg   1  exceedance  5.6 
December  31,  2009 

5.6 

Other 

Assessment  Complete  -  No 
Action  Required 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


The  Corporation  of  Norfolk            i6  Oakwood  Ave 
County  -  Simcoe  WPCP  Norfolk 

Sector: 

Ministry  Office: 

Municipal  Sewage 
Hamilton 

Date                    Limit   Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

ESCHERICHIA  COLI 

CofA/Permit  Non-Compliance 

April  1, 2009  -          200      cfu/100  /men           1  exceedance  350 
April  30,  2009  ml 

350 

Conducting  Study 

Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


The  Corporation  of  the  County  of      30  shaver  St  Sector:  Municipal  Sewage 

Brant  -  CainSVille  Lagoons  Brantford  Ministry  office:  Guelph 


Date 

Limit   Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

CARBONACEOUS  BIOCHEMICAL  OXYGEN  DEMAND 

CofA/Permit  Non-Compliance 

March  20,  2009  - 
March  26,  2009 

30        mg/L  /d 

2  exceedances 

51 

54 

Operational  Process 
Modification 

Assessment  Complete 
Action  Required 

-No 

March  30,  2009 

152.1    kg/d  /d 

1  exceedance 

159.5 

159.5 

Operational  Process 
Modification 

Assessment  Complete 
Action  Required 

-No 

November  09,  2009 

12.3     kg/d  /d 

1  exceedance 

46.9 

46.9 

Operational  Process 
Modification 

Assessment  Complete 
Action  Required 

-No 

November  09,  2009 

30       mg/L  /d 

1  exceedance 

38 

38 

Operational  Process 
Modification 

Assessment  Complete 
Action  Required 

-No 

Total  CofA/Permit  Non-Compliance  =  5  exceedances 
SUSPENDED  SOLIDS 

CofA/Permit  Non-Compliance 

November  23,  2009 

40        mg/L  any 

1  exceedance 

59 

59 

Conducting  Study 

Assessment  Complete 
Action  Required 

-No 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


The  Corporation  of  the  Township      VlOl  Sideroad  15  Drayton  Sector:  Municipal  Sewage 

of  Mapleton  -  Mapleton  WPCP       ^"p^"^""  ^"'^^"^y  ^^^^p^ 


Date  Limit   Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 


CARBONACEOUS  BIOCHEMICAL  OXYGEN  DEMAND 
CofA/Permit  Non-Compliance 


April  1,2009- 

7.5 

mg/L     mon  avg 

1  exceedance 

19.5 

19.5 

Other 

Assessment  Complete  -  No 

April  30,  2009 

Action  Required 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


PHOSPHORUS 

CofA/Permit  Non-Compliance 


December  1,2009-  0.5 

mg/L     mon  avg 

1  exceedance 

0.57 

0.57 

Other 

Assessment  Complete  -  No 

December  31,  2009 

Action  Required 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


The  Regional  Municipality  of  347  Baker  Rd  Sector:  Municipal  Sewage 

Niagara  -  Baker  Road  Grimsby  Ministry  Office:  Niagara 


Date                    Limit   Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

PHOSPHORUS 

CofA/Permit  Non-Compliance 

October  1,2009-       0.5       mg/L     /mon           1  exceedance  0.54 
October  31,  2009 

0.54 

Additional  Monitoring 
Underway 

Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


The  Regional  Municipality  of  so  First  St  E  Elmira  Sector:  Municipal  Sewage 

Waterloo  -  Elmira  WPCP  Woolwich  Ministry  Office:  Guelph 


Date  Limit   Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 


TOTAL  AMMONIA  NITROGEN 


CofA/Permit  Non-Compliance 


January  1,2009- 
January  31,2009 

2 

mon  avg 

1  exceedance 

4.4 

4.4 

Other 

Assessment  Complete 
Action  Required 

-No 

February  1,2009- 
February  28,2009 

2 

mon  avg 

1  exceedance 

11.5 

11.5 

Other 

Assessment  Complete 
Action  Required 

-No 

March  1,2009- 
March  31,2009 

2 

mon  avg 

1  exceedance 

8.1 

8.1 

Other 

Assessment  Complete 
Action  Required 

-No 

April  1,2009- 
April  30,2009 

2 

mon  avg 

1  exceedance 

9.6 

9.6 

Other 

Assessment  Complete 
Action  Required 

-No 

Total  CofA/Permit  Non-Compliance  =  4  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


The  Regional  Municipality  of  Princess  St  E  St.  Jacobs  Sector:  Municipal  Sewage 

Waterloo  -  St.  Jacobs  WPCP  Woolwich  Ministry  office:  Guelph 


Date  Limit   Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 


ESCHERICHIA  COLI 


CofA/Permit  Non-Compliance 


January  1,2009- 

200  cfu/100 

mon  avg.     1  exceedance 

526 

526 

Other 

Assessment  Complete  -  No 

January  31,2009 

ml 

on  a  geo. 

mean 

density 

Action  Required 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


The  Regional  Municipality  of  Lot  17,  Con.  IV  Sector:  Municipal  Sewage 

Waterloo  -  Wellesley  WPCP  ^^1"^°'  Ministry  office:  Guelph 


Date 

Limit 

Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

TOTAL  AMMONIA  NITROGEN 

CofA/Permit  Non-Compliance 

January  1,2009- 
January  31,2009 

0.75 

mg/L     mon  avg      1  exceedance 

8.1 

8.1 

Operational  Process 
Modification 

Assessment  Complete  -  No 
Action  Required 

Febraary  1,2009- 
Febmary  28,2009 

0.75 

mg/L     mon  avg      1  exceedance 

5.04 

5.04 

Operational  Process 
Modification 

Assessment  Complete  -  No 
Action  Required 

Total  CofA/Permit  Non-Compliance  =  2  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 


Page  1 1  of  14 


2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


Upper  Grand  District  School  9426  Wellington  Road  124  Sector:  Miscellaneous  Conmiunal 

Board  -  Brisbane  ^^^^  Ministry  office:  Guelph 


Date                    Limit   Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

NITRATE 

CofA/Permit  Non-Compliance 

August  25, 2009         4         mg/L     rolling  avg   1  exceedance  4.75 

4.75 

Conducting  Study 

Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 
SUSPENDED  SOLIDS 

CofA/Permit  Non-Compliance 

August  25, 2009         10        mg/L     rolling  avg   1  exceedance  22.1 

22.1 

Conducting  Study 

Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


Upper  Grand  District  School  l  Boland  Dr  Sector:  Miscellaneous  Communal 

Board  -  Centre  2000  Ministry  office:  Guelph 


Date                    Limit   Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

SUSPENDED  SOLIDS 

CofA/Permit  Non-Compliance 

August  4, 2009  -         15        mg/L     rolling  avg   1  exceedance  26 
August  18,2009 

26 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Other  Abatement  Action  Taken 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Municipal/Private  Sewage  Monthly  Summary  -  West  Central  Region 


Wellington  Catholic  District  30  MiUwood  Rd  Sector:  Miscellaneous  Communal 

School  Board  -  St.  John  Brebeuf  ^"'^^"^y  ^"^^p^ 


Date                    Limit   Unit  Frequency  No.  of  Exceedances  Min. 

Max.       Facility  Action 

Ministry  Action 

CARBONACEOUS  BIOCHEMICAL  OXYGEN  DEMAND 

CofA/Permit  Non-Compliance 

January  1,2009-        10        mg/L      annual  avg   1  exceedance  13.575 
December  31,  2009 

13.575  Other 

Assessment  Underway 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


NITRATE 

CofA/Permit  Non-Compliance 


January  1,2009- 
March  31,2009 

3.5 

m 

?/L 

rolling 

;  avg 

1  exceedance 

3.57 

3.57 

Other 

Assessment  Underway 

May  1,2009- 
July  31,2009 

3.5 

m 

?/L 

rolling 

:  avg 

1  exceedance 

3.8 

3.8 

Other 

Assessment  Underway 

August  1,2009- 
October  31,2009 

3.5 

mj 

?/L 

rolling 

:  avg 

1  exceedance 

7.83 

7.83 

Other 

Assessment  Underway 

September  1,2009- 
November  30,  2009 

3.5 

?/L 

rolling 

:  avg 

1  exceedance 

10.64 

10.64 

Other 

Assessment  Underway 

October  1,2009- 
December  31,  2009 

3.5 

mj 

rolling 

;  avg 

1  exceedance 

12.91 

12.91 

Other 

Assessment  Underway 

Total  CofA/Permit  Non-Compliance  =  5  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 


Page  14  of  14 


